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Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 

9/22/11 


Maria Markos 

Assistant District Attorney, Essex County 


Dear Ms. Markos, 

EnclosecHs the information you requested in regards to Commonwealth vs. I pppl! 
fm^lncluded are copies of the following: 

1. Drug Analysis Laboratory Receipt 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Chemist II 


Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: ASD, CBS 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 



Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 











Date Analyzed: lO-CA— 


City: Lynn Police Dept. 

Officer: Detective MARK RICHMOND 
Def: 


Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 06/25/2010 
Gross Wt,: 2.27 



Findings: 


Subst: SUB 


No. Analyzed: 
Net Weight 
# Tests 


0-iM 

n ok 


dOCCcvAjL 
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PRELIMINARY TESTS \ 
Spot Tests 


Cobalt 

Thiocyanate^ 

Marquis 



Froehde's 


Mfcrocrvstalllne Tests 

Gold 4 

Chloride _ 

tlta ( > T 


OTHER TESTS 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\Systern4\09_30_10\746164.D 
ASD 

1 Oct 2010 7:13 

BLANK 

2 

DRUGS 

RTE 




Abundance T!C: 746164,D\data.rns 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


746164.D Tue Sep 20 10:18:59 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\System4\09_30_10\746165.D 

ASD ~.~ 

1 Oct 2010 7:27 

COCAINE STD 

65 

DRUGS 

RTE 


Abundance 

1000000 


TIC: 746165.D\daSa.ms 


4. 


'49 


500000 


0 VT'r'TT— -j-T--— rryrr 

Time-> 2 .00 2.50 3. 00 


r r | i ?—j i | i i i i | i i 1 V i- 1 i i i i | i i i i | , i , , , -, -,- 1 - T - T - | -r - 1 - - f - [ - r - 1 - T -r- T r- T -T--r- T - i-r , , | i i i t \ i i i i [ 

3.50 4.00 4.5 0 5.00 5 .50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.749 

1329734 

100.00 

100.00 


746165 .D 


Tue Sep 20 10:19:02 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2 010\System4\09__30_10\746165.D 

Operator : ASD 

Date Acquired : 1 Oct 2010 7:27 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 65 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJFOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.75 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



m/z~> 40 60 80 100 120 140 160 ISO 200 220 240 260 280 300 


j 

l 


746165.D Tue Sep 20 10:19:03 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\System4\09 30 10\746166,D 

Operator 

ASD 

Date Acquired 

1 Oct 2010 -7:40 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 



Time~> 2.002.50 3.00 3.60 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


746166.D Tue Sep 20 10:19:07 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q3-2010\System4\09_30_10\746176.D 

ASD 

1 Oct 2010 9:56 

BLANK 
KAC 
2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


* **N0 INTEGRATED PEAKS*** 


746176.D Tue Sep 20 10:17:45 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\09_30_10\746177.D 

ASD 

1 Oct 2010 10:10 


KAC 

77 

DRUGS 

RTE 


Abundance 

2500000 

2000000 

1500000 

1000000 

500000 


TIC: 746177.D\data.ms 

4.t56 


Time~> 


3.979 

0l-pn-T " r' ! ■ - j ' 'j'i‘I ; 'f : i / r r < -- T -~.pr- rj—i r jTTTT]-rnr)T i i < j i i > -pi 

2.00 2. 50 3.00 3.50 4.00 4.50 5. 00 5.50 6 .00 6.50 7.00 7.50 8.00 _8.50 9,00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

3.979 

236640 

6.84 

7.34 

4 . 756 

3222477 

93.16 

100.00 


746177.D 


Tue Sep 20 10:17:57 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System4\09_30_10\746177.D 

Operator : ASD 

Date Acquired : 1 Oct 2010 10:10 

Sample Name : BSBSHHHi 

Submitted by : KAC 

Vial Number : 77 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.98 

C:\Database\NlST08 . L 





Imidazo [ 2 , 1-b]thiazole, 

2,3,5,6-tet 014769-73-4 

99 



Levamisole 

006649-23-6 

99 



Levamisole 

006649-23-6 

98 



Abundance #61894: fmidazo[2,1-b]thiazole, 2,3,5,6-tetrahydro-6-phenyl-, (S)- 



m/z--> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 


746177.D Tue Sep 20 10:17:57 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System4\09_30_10\746177.D 

Operator : ASD 

Date Acquired : 1 Oct 2010 10:10 

Sample Name : 

Submitted by : 

Vial Number : 77 

AcquiSitionMe th: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.76 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.714 to 4.872 min.: 746177.D\data.ms (-) 



746177.D Tue Sep 20 10:17:59 2011 Page 3 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q3-2010\System4\09 30 10\746178.D 

Operator : 

ASD 

Date Acquired : 

1 Oct 2010 10:24 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

2 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Abundance TIC: 746178.D\daia ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


746178.D Tue Sep 20 10:18:01 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q3-2010\System4\09 30 10\746189.D 

Operator : 

ASD 

Date Acquired : 

1 Oct 2010 12:53 

Sample Name : 

BLANK 

Submitted by : 

Vial Number : 

2 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Abundance TIC: 746189.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


746189.D Tue Sep 20 10:18:33 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q3-2 010\System4\09__3 0_10\746190.D 
ASD 

1 Oct 2010 13:07 

BLANK 

2 

DRUGS 

RTE 


Abundance TIC: 746190.DWata.ms 



Time~> 2.00 2.50 3.00 3.50 4,00 4.60 6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


746190.D Tue Sep 20 10:18:36 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System4\09_30_10\746191.D 

Operator : ASD 

Date Acquired : 1 Oct 2010 13:21 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 65 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TIC: 746191 .Didata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.749 

1354976 

100.00 

100.00 


746191,D Tue Sep 20 10:18:39 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System4\09_30_10\746191.D 

Operator : ASD 

Date Acquired : 1 Oct 2010 13:21 

Sample Name : COCAINE STD 

Submitted by 

Vial Number : 65 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.75 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance #29: COCAINE 



746191.D Tue Sep 20 10:18:39 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System4\09_3 0_10\746192.D 
ASD 

1 Oct 2010 13:35 

BLANK 

2 

DRUGS 

RTE 



Tlme-> 2.0 0 2.50 3.0 0 3.50 4.00 4.50 5.0 0 5 . 50 6.00 6 .50 7.00 7.50 8.00 8.50 9 . 00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


746192,D 


Tue Sep 20 10:18:42 2011 


Page 1 
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